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E.O. 11652: N/A 
TAGS: BPRO 

SUBJECT: EXIMBANK BANK GUARANTEE FOR SALE OF UHF TRANSMITTERS 
AND ANTENNAE FOR TELEVISION TRANSMISSION TO RADIO TELEVISION- 
BELGRADE, BELGRADE, YUGOSLAVIA 

ON MARCH 19, 1975, EXIMBANK SENT THE FOLLOWING TELEX TO THE 
HONORABLE MOMCILO CEMOVIC, FEDERAL SECRETARY FOR FINANCE: 

QUOT: THE BOARD OF DIRECTORS OF EXIMBANK APPROVED MARCH 17, 1975, 
THE FOLLOWING TRANSACTION SUBJECT TO YOUR CONCURRENCE: 

PRODUCTS: UHF TRANSMITTERS AND ANTENNAE 

PURCHASER: RADIO TFT F.VTSION-BET .GR APE, BELGRADE, YUGOSLAVIA 
EXPORTER: HARRIS CORP.-BROADCAST EQUIPMENT DIVISION, QUINCY, 
ILLINOIS 

CONTRACT PRICE $ 1 ,500,000 

CASH PAYMENT 150,000 
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FINANCED PORTION 1,350,000 
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EXPORTER RETENTION 135,000 

EXIMB ANK PRINCIPAL LIABILITY $ 1 ,300,000 

TERMS: 10 SEMIANNUAL INSTALLMENTS AT P PLUS 1/2 PERCENT PER 

ANNUM, BEGINNING 6 MONTHS FROM DATE OF NOTE(S) 

GUARANTOR: YUGOSLAV INVESTMENT BANK AND THE NATIONAL BANK OF 
YUGOSLAVIA BOTH OF BELGRADE, YUGOSLAVIA 

WE WOULD APPRECIATE YOUR DETERMINATION IF THIS TRANSACTION IS 
DESIRABLE. IF SO. PLEASE PROVIDE US WITH ASSUARANCE FROM THE 
NATIONAL BANK OF YUGOSLAVIA OF ITS READINESS TO GUARANTEE THE 
TRANSACTION. UPON RECEIPT OF THIS ADVICE, EXIMBANK WILL 
PROMPTELY ISSUE AN AUTHORIZATION TO THE APPLICANT. UNQUOTE. 
KISSINGER 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 24 MAR 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975STATE065592 

Document Source: CORE 

Document Unique ID: 00 

Drafter: CMCAMERON:FK 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D7501 02-0920 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750321 /aaaaatbv. tel 

Line Count: 74 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN XMB 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: hartledg 
Review Comment: n/a 
Review Content Flags: 

Review Date: 19 JUN 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <19 JUN 2003 by SilvaL0>; APPROVED <01 MAR 2004 by hartledg> 
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Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 
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